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The maximum stress in the pipe, using this theory and adhering to the notation 
in Fig. 33.3, becomes 

(33. 

where 
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the corresponding shear force is 


(33.5) 


Q o = PsK 


where 


Ps = 


1.285 

(RJ) 1 / 2 
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